202     NONDOCKETED ITEMS

9004200407 Forwards biweekly listing of generic communications being considered or
under development by NRC.including bulletins, info notices & generic Itrs.
BERLINGER.C.H. Generic Communications Branch. 90/04/04. GREEN.W. Institute of
Nuclear Power Operations. 5pp. 53523:166-53523:170.

9004200447 PNO-!V-90-015:on 900409,approx 17,000 gallons of borated water spilled
into lower containment area around reactor coolant pump D.Caused by failure to in-
stall reducing elbow on open line.Elbow installed & refueling activities stopped.
JONES.W.B. Region 4, Ofc of the Director. 90/04/10.1p. 53540:098-53540:098.

9004200659 PNO-lll-90-025:on 900408 a 09,Troxler moisture-density gauge containing
40 mCi Am-241 & 10 mCi Cs-137 sealed sources stolen from employee truck,Local
police & health dept notified.Press release to be issued.

SLAWINSKI.W., MCCANN.M., MALLETT.B. Region 3, Ofc of the Director. 90/04/09.
1p. 53526:360-53526:360.

9004200745 PNO-IU-90-024:on 900214,employee contaminated w/C-14. Worker not
wearing lab coatNo adverse medical effects expected.Contamination confined to
fume hood.Hood decontaminated.Detailed rept to follow.

LYNCH,J.t CANIANO,R., MALLETT.B. Region 3, Ofc of the Director. 90/04/06. 1p.
53511:353-53511:353.

9004230158 PNO-V-90-017A:on 900406,three earthquakes felt in Walnut Creek
area.Earthquakes not felt at GE facility & NTR reactor not operating at time of
earthquake.No damage resulted.

YUHAS.G., SCARANO.R. Region 5, Ofc of the Director. 90/04/09. 2pp. 53547:293-
53547:294.

MISC PUBLIC DOCUMENT ROOM MISCELLANEOUS

9004130149 Provides serial numbers & installation addresses for units sold during Jan-
Mar 1990.

DODGE.V. Stusser Electric Co. 90/04/02. NRC - No Detailed Affiliation Given. 3pp.
53424:292-53424:294.

NUREQ NUREQ REPORTS AND RELATED CORRESPONDENCE

8907120264 Summary of CRGR Meeting 163 on 890524 re proposed generic Itr on
emergency response data sys.USI A-17 on sys interactions.Generic Issue A-30 on
safety-related dc power sys & US! A-47 on control sys.

JORDAN.E.L Committee to Review Generic Requirements. 89/06/21. STELLO.V. Ofc
of the Executive Director for Operations. 26pp. 53406:001-53406:297.

-9004120024 Forwards final resolution of USI A-17, "Sys Interactions in Nuclear Power
Plants," for consideration.Generic Itr will be issued to inform licensees & applicants of
resolution & to provide info re basis for resolution.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). GL-88-20. 89/
05/10. JOR DAN,E.L Committee to Review Generic Requirements. 145p

53406:189.

. 145pp. 53406:045-

-9004120026 Forwards results of evaluation & proposed implementation re final resolu-
tion of USI A-47, "Safety Implications of Control Sys in LWR Nuclear Power Plants."
USI A-47 identified as Category 2 action.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). IEB-79-27.
89/04/03. JORDAN.E. Committee to Review Generic Requirements. 108pp.
53406:190-53406:297.

8908280247 Summary of CRGR Meeting 164 on 890628.Lists items addressed at meet-

JORDAN.E.L Committee to Review Generic Requirements. 89/08/11. TAYLOR.J.M.
Ofc of the Executive Director for Operations. 24pp. 53361:311-53362:308.

-9004110169 Discusses review of NUREG-1335, "Individual Plant Exam: Submtttal
Guidance," per Generic Ltr 88-20.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). GL-88-20. 89/
06/14. JORDAN.E.L Committee to Review Generic Requirements. 286pp. 53362:023-
53362:308.

9003280190 Responds to Generic Ltr 89-19 re USI A-47, "Safety Implications of Control
Sys in LWR Nuclear Power Plants." Individual plant exam approach wilt result in best
safety solution to Generic Ltr 89-19 & listed NUREGs.

EWING.E.C. Arkansas Power & Light Co. GL-89-19. 90/03/19. Document Control
Branch (Document Control Desk). 9pp. 53197:084-53197:092.

9003280212 Summarizes addl review & analysts re questions on response to NUREG-
0612, "Control of Heavy Loads at Nuclear Power Plants."

TUCKER.H.B. Duke Power Co. 90/03/21. Document Control Branch (Document Con-
trol Desk). 3pp. 53213:180-53213:182.

9003280318 Responds to Generic Ltr 89-19 re resolution of USI A-47, "Safety Implica-
tions of Control Sys in LWR Nuclear Power Plants." No changes or implementation
schedule need be provided in response to Generic Ltr 89-19.
SCHNELL.D.F. Union Electric Co. ULNRC-2177. 90/03/16. Document Control Branch
(Document Control Desk). 6pp. 53208:286-53208:291.

9003280405 Submits supplemental response to Generic Ltr 89-06 re justification for not
adding RCS level or hot leg level indication to SPDS.per item cited in Section B of

SHELTON.D.C. Toledo Edison Co. GL-89-06. 90/03/19. Document Control Branch
(Document Control Desk). 2pp. 53207:282-53207:283.

9003280435 Responds to Generic Ltr 89-19, "Safety Implication of Control Sys in LWR
Nuclear Power Plants." No limiting condition for operation required for overfill protec-
tion sys at plant

FAY.C.W. Wisconsin Electric Power Co. VPNPD-90-135. 90/03/20. Document Control
Branch (Document Control Desk). 3pp. 53213:233-53213:235.

9003290007 Informs that emergency operating procedures insp will be conducted from
900417-26.Preliminary insp schedule encl.

WRIGHT.G.C. Region 3, Ofc of the Director. 90/03/20. HOFFMAN.D.P. Consumers
Power Go. 4pp. 53217:344-53217:347,

9003290018 Suppls response to Generic Ltr 89-21 re status of USIs at facilities.Table
listing remaining work required for USI A-7 re piping configuration & verification pro-
gram end. Resolution of USI A-36 re control of heavy loads underway.
SILADY.J.A. Commonwealth Edison Co. GL-89-21. 90/03/15. MURLEY.T.E. Office of
Nuctear Reactor Regulation, Director (Post 870411). 5pp. 53220:294-53220:298.

9003290022 Forwards corrected no significant hazards consideration to 890814 applica-
tion for amends to Licenses NPF-72 & NPF-77.

HUNSADER.S.C. Commonwealth Edison Co. 90/03/19. MURLEYJ.E. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 2pp. 53217:326-53217:334.

9003290132 Requests approval of encl proposed mods.including design, testability &
separation criteria in response to Generic Ltr 89-19,by 901231.Right to revisit techni-
cal & regulatory basis for generic Itr if mods found unacceptable claimed.
TUCKER.H.B. Duke Power Co. GL-89-19. 90/03/19. Document Control Branch (Docu-
ment Control Desk). 2pp. 53215:171-53215:187.

9003290162 Responds to Generic Ltr 89-19 re resolution of USI A-47, "Safety Implica-
tions of Control Sys in LWR Nuclear Power Plants." Concerns of Generic Ltr 89-19
will be addressed in util individual plant exam submittal.

EWING.E.C. Arkansas Power & Light Co. GL-88-20. 90/03/19. Document Control
Branch (Document Control Desk). 9pp. 53215:162-53215:170.

9003290248 Forwards record of C Cawley (Bechtel Natl.lnc) & J Shaffner (NRC) 900221
telcon re sociocultural issues in NUREG-1300 impacting Native Americans or other
unique cultures.

WITTRY.R.C, U.S. Ecology, Inc. (formerly Nuclear Engineering, Inc.). 90/03/14.
RINGENBERG.J. Nebraska, State of. 2pp. 53215:149-53215:150.

9003300080 Advises that emergency operating procedures insp scheduled for 900820-
31.Meeting requested on 900801-03 to review encl list of documents. Licensee en-
couraged to review Suppl 1 to NUREG-0737.NUREG-0899 & NUREG-1358 for guid-
ance.

COLLINS.SJ. Region 4, Ofc of the Director. 90/03/21. GATES,W.G. Omaha Public
Power District. 5pp. 53224:354-53224:358.

9004020089 Forwards License NPF-86,authorizing operation of unit to power levels not
in excess of 3,411 MWt.FR notice.unexecuted Amend 4 to Indemnity Agreement B-
106 & SSER 9 also encl.W/o SSER 9.

VARGA.S.A. Division of Reactor Projects - l/ll (Post 870411). 90/03/15. BROWN.E.A.
Public Service Co. of New Hampshire. 6pp. 53236:200-53236:230.

9004030044 NUREG-0750 V30 N04 NUCLEAR REGULATORY COMMISSION IS-
SUANCES FOR OCTOBER 1989. Pages 231-323.

*  Division of Freedom of Information & Publications Services (Post 890205). 90/01 /
31. 100PP. 53230:096-53230:195.

9004030047 NUREG-0750 V30 N02 NUCLEAR REGULATORY COMMISSION IS-
SUANCES FOR AUGUST 1989. Pages 85-165.

*  Division of Freedom of Information & Publications Services (Post 890205). 90/01 /
31. 85pp. 53230:007-53230:095.

9004030052 NUREG/CR-5476 POSTTEST ANALYSIS OF A 1:6-SCALE REINFORCED
CONCRETE REACTOR CONTAINMENT BUILDING.

WEATHERBY.J.R. Sandia National Laboratories. FIN A-1401. SAND89-2603. 90/02/
28. Division of Engineering (Post 870413). 99pp. 53226:001-53226:099.

9004030060 NUREG/CR-4554 V07 SCANS (SHIPPING CASK ANALYSIS SYSTEM) A
MICROCOMPUTER  BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN
REVIEW.Volume 7: Theory Manual Puncture Of Shipping Casks.
LO.T. Lawrence Livermore National Laboratory. FIN A-0374. UCID-20674. 90/02/28.
Division of Engineering (Post 870413). 65pp. 53226:100-53226:168.

9004030071 NUREG/CR-5527 RISK SENSITIVITY TO HUMAN ERROR IN THE LA-
SALLE PRA.

WONG.S., HIGGINS.J., O'HARA,J. Brookhaven National Laboratory. FIN A-3853.
BNL-NUREG-52228. 90/03/31. Division of Radiation Protection & Emergency Pre-
paredness (Post 870411). 153pp. 53226:169-53226:321.

9004030082 NUREG/CP-0105 V01 PROCEEDINGS OF THE SEVENTEENTH WATER
REACTOR SAFETY INFORMATION MEETING.

WEISS.AJ. Brookhaven National Laboratory. FIN A-3988. 90/03/31. Office of Nuclear
Regulatory Research (Post 860720). 499pp. 53226:322-53228:100.

9004030101 NUREG-0750 V30 N03 NUCLEAR REGULATORY COMMISSION IS-
SUANCES FOR SEPTEMBER 1989. Pages 167-229,

*  Division of Freedom of Information & Publications Services (Post 890205). 90/01 /
31.68pp. 53229:299-53230:006.

9004030109 NUREG-0750 V30 N01 NUCLEAR REGULATORY COMMISSION IS-
SUANCES FOR JULY 1989.Pages 1-84.

*  Division of Freedom of Information & Publications Services (Post 890205). 90/01 /
31 - 89pp. 53229:208-53229:298.

9004030128   NUREG/CR-4659   V03  SEISMIC   FRAGILITY  OF  NUCLEAR   POWER
PLANT COMPONENTS (PHASE ll).Switchgear, I&C Panels (NSSS) And Relays.
BANDYOPADHYAY, HOFMAYER,C.H., KASSIR,M.K. Brookhaven National Laboratory.
FIN A-3278. BNL-NUREG-52007. 90/02/28. Division of Engineering (Post 870413).
73pp. 53228:101-53228:172.

9004030139 NUREG/CR-4554 V06 SCANS (SHIPPING CASK ANALYSIS SYSTEM):A
MICROCOMPUTER BASED ANALYSIS SYSTEM FOR SHIPPING CASK DESIGN
REVIEW.Volume 6 - Theory Manual Buckling Of Circular Cylindrical Shells.
LO.T., MOK.G.C., CHINN.DJ. Lawrence Livermore National Laboratory. FIN A-0374.
UCID-20674. 90/02/28. Division of Engineering (Post 870413). 76pp. 53228:173-
53228:249.

9004030145 NUREG-0304 V14 N04 REGULATORY AND TECHNICAL REPORTS (AB-
STRACT INDEX JOURNAL). Annual Compilation For 1989.

*  Division of Freedom of Information & Publications Services (Post 890205). 90/03/
31. 152pp. 53228:250-53229:041.

9004030159 NUREG-0896 S09 SAFETY EVALUATION REPORT RELATED TO THE
OPERATION OF SEABROOK STATION, UNITS 1 AND 2.Docket Nos. STN-50-443
And STN-50-444.(Public Service Company Of New Hampshire)

*  Division of Reactor Projects - l/ll (Post 870411). 90/03/31. 166pp. 53229:042-
53229:207.

9004030174 Forwards proprietary Rev 1 to HAFA 135(P), "Instrumented Insp Technigue

*  Leak Testing as Alternative to Hydrostatic Testing Requirements for ASME Class 1,2
& 3 Sys & Components."

HESS.F.H. H.A.F.A. International, Inc. HI 1-90-4199. 90/03/23. Document Control
Branch (Document Control Desk). 2pp. 53239:236-53239:241.12. 1p. 53458:067-53458:067.
